23. (i)

IV. 23. Shirawta Dam

(Masonry)

L GENERAL

(2)  Location

(3)  Authority or owner

(1) HeigLt above the lowest river bed   83 feet

Poona     district,    Bombay    State
(Indrayari  river,   Bhore   Ghat).

The    Tata    Hydro-Electric   Power
Supply Co., Limited.

(4)  Purpose-Main and subsidiary

(5)  Tear of commencement
(8) Year of completion

(7) Capital cost
(a) Estimate

Power

December 1912
June 1920

(6) Actual

(10) Installed hydro-electric capacity
(a) Firm

(6) Rs. 82,56,145

(6) Secondary

(II) MehDS of access

(a) TLe Lonavla, Walwhan and
Shirawta dams supply water
to -$ie Khopoli Hydro-Electric
Power Station where tLe install-
ed capacity is 48,000 k\V,

It is accessible from Lcnavta raihw:y
stotfon on Great Indian Peninsula
Railway by motorable road.

H. GEOPHYSICAL

11 square miles
Wooded and mountainous

(1)  Area of catchment
(2)  Nature of catchment
(3)  Mean annual precipitation
(a) Rainfall                                         (a) 139 inches
4) Total average annual yield of the 81,956 acre feet
catchment
275